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Skidmore, Owings § Merrill 
1201 Connecticut Avenue, N.W. 

Washington, D.C. 20036 

Attention: Mr. Walter Arensberg 
Gentlemen: 

Enclosed herewith for your review is one copy of the 
following: 

1. Test Boring Data from the original Headquarters 
construction contract documents 

2. 1975 Master Plan for .the Fairbank Highway Research 
Station 

The Test Boring Data has been copied from small-scale 

“l.S5 adviso^and^we^ill^rovifL/ them* for you. 

t+ «u<r crested that you contact Bob Gresham of the National 

Capital Planning Commission for any update that they may ave 
in their files. 


Building Planning Staff 


Enclosures: 

As Stated 

Distribution : 

Orig - SOM w/ ends 

OL/BPS Subject w/o ends (official) 
1 - OL/BPS Chrono w/o ends 
1 - OL Reader w/o ends 


OL/BPSj 


(23 Jul 81) 


OL 1 3084 
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